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nmmmMM TO; Beal Estate and CorotructiOR Division 
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^OBJECT i Elsctrieal Outlets 


1, It it requested that two electrical outlets be install®* 

-■ * — for exact 


la %sm 56ob, 1717 "H* street 
location. 


2. it la requested that this work be accaaplidied as soon os 
possible. 

S. Shis request was broagit about due to the aaemal inspection 
of the firs Rector. satiating outlets are overloaded. 
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